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BARRETT'S OPEN HINGED MALLEABLE PIPE VISE. 

STEEL JAWS, STEEL SCRWS. 



No. 


Takes Pipe. 


Weight. 


Price. 


1 

2 


V a to 2 in. 

% 3 “ 


23 lbs. 
26 “ 


$10.00 

14.00 
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BARRETT'S PATENT STEEL BAR 
COMBINATION PIPE VISE. 


SWIVEL BOTTOM. 

Strongest and Best Yise on the Market. 

Guaranteed not to Break. 


No. 

jjaws Open 

1 Takes Pipe. 

Weight. 

Price. 

334 

5 in. 

34 to 4 in. 

118 lbs. 

$32.00 

434 

6 “ 

% to 6 “ 

158 “ 

40.00 




BARRETT’S PATENT STEEL BAR 
COMBINATION PIPE VISE. 

STATIONARY BOTTOM. 


No. 

Jaws Open! 

Takes Pipe. 

Weight. 

Price. 

3 

5 in. 

34 to 4 in. 

100 lbs. 

$28.00 

4 

6 “ 

% to 6 “ 

145 “ 

3j.C0 


BARRETT’S OPEN HINGED MAL¬ 
LEABLE VISE. 

STEEL JAWS, STEEL SCREWS. 

We aim to make a vise that is superior to 
any other on the market; not clumsy, is well 
proportioned. We will, without cost, replace 
any defective parts. 


No. 

Takes Pipe. 

Weight. 

Price. 

3 

34 to 4 in. 

48 lbs. 

$28.00 

4 

34 to 6 “ 

74 “ 

35.00 
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MACHINISTS’ SELF-ADJUSTING JAW VISE. 

STATIONARY BOTTOM. 



BARRETT’S SOLID JAW PARALLEL VISES. 

Machinists’ Solid Jaw, Swivel Bottom, 

Parallel Vise. 


No. 

Width of ! 
Jaw. 

Jaws Open. 

Weight. 

Price. 

303% 

3% in. 

3%“ 

4%“ 

4 in. 

28 lbs. 

$ 7.50 

303% 

5 “ 

36 “ 

8 75 

3 >4 

5% “ 
6%“ 

52 “ 

10.50 

304% 


64 “ 

12 50 

305 

5 “ 

7 “ 

85 “ 

16*00 

305% 

5% “ 

8% “ 

9% “ 

115 “ 

22.00 

306 

6 " 

155 “ 

30.00 



Machinists’ Solid Jaw Stationary Bottom, 
Parallel Vise. 



No. 

Width of 
Jaw. 

Jaws Open. 

Weight. 

Price. 

403% 

3% in. 

4 in. 

22 lbs. 

S 6 00 

4''3% 

3%“ 

5 “ 

28 “ 

7.00 

404 

4%“ 

6% “ 

42 “ 

850 

404% 

4%“ 

6% “ 

52 “ 

1000 

405 

5 “ 

7 “ 

72 “ 

13.00 

405% 

5% “ 

8% “ 

100 “ 

18 50 

406 

6 “ 

9% “ 

135 “ 

25.00 

308% 

8% “ 

12 “ 

275 “ 

50.00 
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BARRETT’S STEEL BAR SWIVEL BOTTOM VISE. 



BARRETT’S SOLID JAW STEEL BAR VISE. 



No. 

Width of 
Jaw. 

Jaws Open. 

Weight. 

Price. 

41 

in. 

5H in. 

6 “ 

37 

lbs. 

$ 7 CO 

42 

4 

4%“ 

47 

(4 

9.00 

43 

7 “ 

71 

< 4 

10.50 

44 

5 “ 

8 “ 

83 

*4 

13.00 

46 

5K“ 

8 “ 

92 

44 

17.00 

47 

6 “ 

8$“ 

110 

44 

24.00 

48 

52 

•6 X" 

8 “ 

115 

44 

27.00 

51.00 


Barrett’s Patent Adjustable Jaw 
Wood workers^ Vise. 

WITH SWIVEL BOTTOM, 


No. 

Width of 
Jaw. 

Jaws Open. 

Weight. 

Price. 

118 

4% in. 

9^in. | 

70 lbs. 

$13.00 




Barrett’s Patent Adjustable Jaw 
Coachmakers’ Vise. 

WITH STATIONARY BOTTOM. 


No. 

Width of 1 
Jaw. 

Jaws Open. 

Weight. 

Price. 

114 

4% in. 

9 }£ in. 

65 lbs. 

$11.00 
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BARRETTS ADJUSTABLE JAW MACHINISTS 5 VISE. 

Barrett’s Patent Swivel Bottom permits the vise to be instantly adjusted to the right 
or Jett at any angle at will of operator. Being quickly fastened by a friction plate, the 
vise is rendered as solid and firm as if stationary, at any desired angle. 



ADJUSTABLE JAW WITH STATIONARY BOTTOM. 


No. 

Width of 
Jaw. 

Weight. 

Jaws Open. 

Price. 

5 

3 in. 

20 

lbs. 

4 in. 

S 6.25 

15 

3^ “ 

35 

s fc 

5 “ 

7.00 

2 > 

4 

55 

it 

6 “ 

9.00 

35 

4%“ 

6* 

it 

7 “ 

i 10.50 

4'» 

5 “ 

94 

H 

8 “ 

15-50 

55 

5^“ 

97 

ii 

8^ “ 

17.00 

6> 

6 “ 

150 

i i 

9 “ 

24.00 

75 

634“ 

160 

ii 

934“ 

27.00 



MACHINIST’S SELF ADJUSTING JAW VISE. 


SWIVEL BOTTOM. 
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COACHMAKER’S OR WOODWORK¬ 
ERS’ VISES. 


No. 

Width of 
Jaw. 

Jaws Open. 

Weight. 

Price. 

11 

3% in. 

4 >*“ 

7 in. 

34 lbs. 

$ 9.50 

12 

9K“ 

67 “ 

13.00 


COACHMAKER’S OR WOODWORK¬ 
ER’S VISES. 


No. 

Width of ! 
Jaw. 

Jaws Open. 

Weight. 

Price. 

ll H 
12'A 

3% in. 

7 in. 

30 lbs. 

$ 8.00 

4/1 “ 


59 “ 

11.00 




BARRETT’S STEEL BAR WOOD¬ 
WORKERS’ VISE. 

SWIVEL OR STATIONARY BOTTOM. 


No. 

Width of 
Jaw. 

JawsOpen. 

Weight. 

Price. 

Flat Base. 

6 

4A in. 

9 in. 

50 lbs. 

$10.50 

Swivel Base 
7 

4% “ 

9 “ 

58 “ 

12.50 


BARRETT’S PATENT STEEL BAR 
COMBINATION PIPE VISE. 

Guaranteed not to Break. 

STRONGEST AND BEST VISE ON THE MARKET. 


No. 

Width of 
Jaw. 

Holds Pipe. 

Weight. 

Price. 

1 

2 

in. 

4% “ 

V A to 2 in. 

47341^8. 
56 “ 

$16.00 

20.00 
















































